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MCZCSQ  A988ZCJYE5S9 


RR  RJEDSa 
ZDK 

A3A046 

RR  RJEDDN  RJE 
3E  RJFHAB  2B 

R 2711102 


n COMDR  72270  SKC 


RJEZHO  RJFPLJ 


JV 


TO  RJCDDN/ADC  ENT  AFB  COLO 
RJEDSQ/COMDR  ATIC  URISHT -PATTERSON^ M'S  OHIO 


RJEZHO/ASST  CHElF  OF  STAFF  INTELL  USAF  HASH  OCR 


RJESHU/OFFICS  OF  INFO  SERVICESO  USAF  UASK  DC 

INFO  RJFPLD/DEPUTY  COMDR  USAFE  ADVON  ATTNt  DIR  AIR  INTELL 

BT 

UNCLASSIFIED/CITE  S-341-58  SUBJt  UFO  REPORT  SUBMITTED  IN 
ACCORDANCE  WITH  AFR  200-5,  6 FEB  58  AND  USAFE  SUPl  THERETO, 

W*> 

* 

58.4^.  AGROUND/ 


B. ^TCA 

C.  05ILVEE^ 

F,  jgJECT  SHINED 
6«  NONE 


11  APR 


£.1 


■1 


PA(j£  TVO  RJFMAB  2B 

H.  NONE 

0 

I.  OBJECT  LOOKED  VERY  BRIGHT  AT  THE^bEWTEB,.  MUCH  LIKEA  LIGHT  BULB 

2.  A.  BRIGHTNESS  OF  OBJECT  AGAINST  CLEAR  BLUE  SKT 

^-nr  * 

B.  (^'degrees  TO(80  DEGREES  ABOVE  CRUISE  ALT  OF  37.gggi. 

C.  M/A  FOR  OBJECT  DID  NOT  DISAPPEAR  WHILE  BEING  OBSERVED  . 

D*  appeared  to  be  statiotlabi  for  object  appeared  to  be  in  TH£„ 

SAME  POSITION  ON  TWO  SEPARATE  SIGHTINGS  EIGHT  MINUT2U  APART.. 

E.  DID  COT  DISAPPEAR  

F.  OBJECT  WAS  STILL  VILIBLE  AFTER  A TOTAL  OF  (la  MINUTES  'OBSERVA- 
TION WHEN  AIRCRAFT  BROKE  CONTACT  TO  RETURN  TO  BASE. 

3. U.  AIR -VISUAL 

B*  NO  OPTICAL  AIDS  USED 

9 

c/^-leS^J  St -5876 f 52  -587 A.  52-5908.  37,0001,  ;J868  DEGREES  FIRST 
SIGHTING, (100,/ DEGREES  SECOND  SIGHTING,  500  KNOTS,  AVIANO  AB,  ITALY. 

4.  A.  1811222  SEP  (FIRST  SIGHTING)  1811302  SEP  (SECOND  SIGHTING) 


5.  A.  APPROX  45  DEGREES  54  MINUTES  NORTH  12  DEGREES  53  MINUTES  EAST 
IN  VICINITY  OF  NOVA  GGRICA, 

6/  A.  NONE  XNOUN 

B.  BEY  A.  HILL,  CAPT  (USAF),  612TH  TFS,ASST  FLT  COMDR,  EXCELLENT 


I 

I 


I 


i 


* 

i 

PAGE  THREE  RJFMAB  2B  # 

. uS/lf 

RELIABILITY.  GARY  G.  BOETTCHER.  1ST  LT  («4>H),  612TH  TFS,  PILOT, 

EXCELLENT  RELIABILITY.  MARTIN  J.  MCHUGH.  1ST  LT  (USAF),  612TH  TFS, 

PILOT,  EXCELLENT  RELIABILITY.  • 


I 


f 


A*  AND  ViblBXLIOT LIGHTED  ABOVE!  OVER  CAST 


6*SURFAC£S  360  DEGREES  03k 

* t 

5,000*  210  0£433  10K 

10,000'  260  SCGRCHS  20K 

20,000'  250  DEGREES  28K 

30,000'  250  DEGREES  35K 

44,000'  300  DEGREES  25K 


50,000'  AND  80,000'  UNAVAILABLE 

C.  BASE  1,600  BROIEN,  2,500}  4,000  OVERCAST 

D.  6 NAUTICAL  MILES  tfITH  HAZE 

E.  LOWEST  LAYER  6/10  FRACTO  CUMULUS 

SECOND  LAYE4C  4/10  5TRATO  CUMULUS 

THIRD  LAYER  9/10  STRATOMULUS 

TOTAL  OPAQUE  Ott^r 

F.  NONE 

8.  PERSONNEL  IN  WEATJIER  OFFICE,  THIS  BASE,  STATED  THAT  THEY  BE- 
LIEVED THE  HTALIANS  AT  THE  WEATHER  OFFICE  MILAN.  ITALY.  RELEASE_,fl. 
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